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Room 215, Administration Building, 
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Montreal 262, Quebec, 

Telephone 482-0320, Ext. 437-438 October 7, 1971. 


CONCERT TONIGHT THURSDAY, OCTOBER 7. 


JOINT RECITAL by the internationally acclaimed Canadian bass 
KENNETH ASCH and soprano HENRIETTE PLATFORD. 


PLACE: F.C. SMITH AUDITORIUM 
TIME: 8:30 P.M. 
TICKETS: $1.00 


Angela Burke, 
Public Relations Director. 


